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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 107206 
ORIGIN HEW-06 

INFO OCT-01 EUR-12 ISO-00 OES-07 ABF-01 FSE-00 /027 R 

DRAFTED BY DHEW/FDA: JRWEINROTH, M.D.:CCK 
APPROVED BY OES/APT/BMP: WJWALSH, III 
DHEW/PHS/OASH/OIH: REISCHER 
EUR/NE:JPSHUMATE(INFO) 

DESIRED DISTRIBUTION 

112252Z 028478/70 

R 111847ZMAY 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 

UNCLAS STATE 107206 

E.O. 11652: N/A 

TAGS: OTRA, OCON, TBIO, UK 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL 

MEETING 

1 . FDA ADVISES THAT DR. HAROLD FROST, BUREAU OF RADIO- 
LOGICAL HEALTH WILL BE IN ENGLAND JUNE 27-JULY 1, 1977 
DURING WHICH TIME HE WILL ATTEND THE ULTRASONICS INTER- 
NATIONAL CONFERENCE IN BRIGHTON JUNE 28-30. 

2. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. CHRISTOPHER 
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Litigation Codes: 
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